energy-related environmental and safety research, exclusion of appropriate
projects and/or the inclusion of less appropriate projects may occur.

In addition to the three printed volumes, access to the computerized
data base is available. Data are maintained on the DECsystem-10 computer
at Oak Ridge National Laboratory for on-line retrieval using System 1022.
Volume III is an instruction manual for using System 1022 to handle the
Inventory data. Access to System 1022 can be obtained through Janice
Barker, Oak Ridge National Laboratory (615-574-7577, FTS 624-7577). The
Inventory is also available on RECON (the Department of Energy on-line
retrieval system). Access to RECON can be obtained through Charles Spath,
Technical Information Center, Oak Ridge, Tennessee (615-576-1194,
FTS 626-1194).ncies  are listed by  agency sub-
